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The BS/E perfin of Bury St. Edmonds generally known, is in fact Die IL. 
This was used from 1941 until they switched to a franking machine in 
1968. The Die I was also first used in 1941 but was apparently only 
used on two values, the 1d light blue (SG504) and the 24d pale red (SG507). 


